the main columns supporting the structure from the ground
up to the location where the bin was cut off were large
columns which did not continue up to support the top
of the structure.  The upper support columns were smaller
four or five inch columns different from the bottom ones
(Tr. 73) .

Mr. Young stated that Mr. Necessary was supervising
the work he and Mr. Stewart were performing.  He also
confirmed that this was the first time he had ever taken a
top off a bin structure and replaced it after repairs, and
he indicated that in' his past experience the entire bin
structure was simply replaced.  The job for Island Creek
was the first time he had ever taken off the top of a bin
above the funnel.  He confirmed that the new portion of the
bin which he worked on had been prefabricated in two pieces,
and that he and Mr. Stewart simply welded them together
while it was on the ground.  They also added the stub columns
which had been cut off the old bin.  Mr. Young was not present
when the old bin was lifted off and lowered to the ground
(Tr. 74-76).

Mr. Young explained how the six stub columns were welded
to the bin structure while it was on the ground, and he
indicated that measurements and "plumbing" were done to
insure that they were on straight.  This work was finished
late in the second week of the vacation period.  Once the
columns were on, the crane lifted the bin in place on top
of the structure, and once one of the columns was aligned,
he and Mr. Stewart began the welding process from inside the
bin, working their way around.  He described the process
as follows (Tr, 79-82} :

Q,  When you  put that bin in place with

six columns,   you assumed that the other

five were in   line because this one was
in line?

A. Yes, I would say that's what we done
because there was no way of setting it and
telling because it wasn't a perfect circle.
We had to draw it in in places.  In some
places it would stick out, and in some places
it woul'd be on the inside.

Q.  It did not quite fit; did it?

A.  No, not perfect.  I have never put any-
thing together like that that did [sic] .

Q.  I am sorry, I didn't get your last answer.
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